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R021746Z APR76 
FM SECSTATE WASHDC 
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AMEMBASSY BUDAPEST 
AMEMBASSY BERLIN 

UNCLAS STATE 07971 1 

E.O. 11652: N/A 
TAGS: BEXP, PL, RO, GE 

SUBJECT: PHARMACEUTICAL AND MEDICAL EQUIPMENT TECHNICAL 
SALES SEMINAR (TSS), SEPTEMBER, 1976 

1 . BEWT/MARKET ASSESSMENT STAEF WOULD APPRECIATE 
EMBASSIES' COMMENTS ON PROPOSED TSS TENTATIVELY SCHEDULED 
FOR SEPTEMBER 1976. 

2. WOULD MEDICAL EQUIPMENT ALONE BE VIABLE THEME? 

3. IF POSSIBLE, PLEASE OBTAIN LIST OE HIGH PRIORITY ITEMS 
WITHIN SUBJECT CATEGORY. KISSINGER 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 02 APR 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976STATE07971 1 

Document Source: CORE 

Document Unique ID: 00 

Drafter: AELIAS:MD 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7601 25-0599 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1 976041 02/aaaadjxm. tel 

Line Count: 50 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: oatlsao 
Review Comment: n/a 
Review Content Flags: 

Review Date: 02 JUN 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <02 JUN 2004 by SilvaL0>; APPROVED <27 SEP 2004 by oatisao> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: PHARMACEUTICAL AND MEDICAL EOUIPMENT TECHNICAL — SALES SEMINAR (TSS), SEPTEMBER, 1976 
TAGS: BEXP, PL, RO, GC 
To: WARSAW BERLIN 
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